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Message Text 


E.O.l 1652:N/A 
TAGS:ASEC 

SUBJECT:EQUIPMENT REPAIR SUPPLIES 

1 . TSO REQUIRES THE FOLLOWING LISTED ITEMS TO REPAIR OR 
SUPPLEMENT SUPPLIES ALREADY USED IN REPAIRING THE IDENTIFI 
ED EQUIPMENT. 

A. FOUR EACH KEYED SECURITY SWITCHES FOR AES-1231 
RESIDENTIAL ALARM CONTROL UNITS. SWITCHES ON TWO UNITS 
HAVE BEEN FAULTY, ARE SEALED UNITS AND MUST BE REPLACED. 

B. TRANSISTOR Q-9 IN AES-630 ALARM MONITOR. 2N3904 

(HEP EQUIV S0015). SPEAKER DRIVER TRANSISTOR REPLACED IN 
TWO MONITORS. PLEASE SUPPLY FOUR EACH S0015 HEPS. 

C. FOUR EACH 1N5402 DIODES USED IN EVM-9 CCTV MONITOR 
POWER SUPPLY. 


2. ADVISE IF DELAY IS ANTICIPATED.MURPHY 
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